CONTENTS 


Infrared Spectroscopy of the Electrode Surface 
C. KORZENIEWSKI and S. PONS 


Excitation, Ionization, and Spectral Line Emission in the 


Inductively Coupled Plasma 
M. W. BLADES, B. L. CAUGHLIN, Z. H. WALKER and L. L. BURTON 


A Theoretical and Experimental Study of Platform Furnace and 
Probe Furnace in Graphite Furnace Atomic Absorption Spectrometry 
S. Wu, C. L. CHAKRABARTI and J. T. ROGERS 


Determination of Stable Lead Isotopes by Zeeman Atomic 


Absorption Spectrometry (ZAAS) 
R. DENINGER, S. GANZ, W. GRIMM, M. Gross, G. HERMANN and A. SCHARMANN 


Analytical Application of Circular Dichroism 
N. PURDIE 


Conventional Source Excited Atomic Fluorescence Spectrometry 
D. J. BUTCHER, J. P. DOUGHERTY, J. T. MCCAFFREY, 
F. R. PRELI JR, A. P. WALTON and R. G. MICHEL 


Matrix Isolation Molecular Spectrometry in Chemical Analysis 
E. L. WEHRY and G. MAMANTOV 


Multiphoton Ionization Mass Spectrometry 
D. M. LUBMAN 


Recent Advances in Multidimensional Fluorescence Spectrometry 
G. PATONAY, G. NELSON and I. M. WARNER 


The Potential of Liquid State Molecular Phosphorescence in 


Analytical Chemistry 
C. GOoIJER, R. A. BAUMANN and N. H. VELTHORST 


iil 


57 


111 


335 


345 


359 


507 


529 


561 


573 


1 


